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FACTORY-AUTHORIZED PARTS & SERVICE CENTERS 
492 — 036 — 0 — 180 


NOTE 


This list is subject to change without notice. Please 
contact the Service Center BEFORE forwarding 


equipment for repair. 


The following Authorized Service Centers will handle any parts and/or service 
problems, either in or out of warranty. Each facility has been selected for the 
quality and promptness of its service. We urge you to take advantage of these 
excellent service facilities, which have been established to serve your needs. 


EFFECTIVE DATE: January 1, 1980 


ALABAMA 
Arnold's Instrument Service 
3258 Springhill Avenue 
Mobile, AL 36607 
205/478-4610 


ARIZONA 
Arizona Certified Electronics 
2629 N. 1st Avenue 
Tucson, AZ 85719 
602/623-2432 


ARKANSAS 
A. V. Lab 
421% East Township 
Fayetteville, AR 72701 
501/442-0675 


A. V. Lab 

3314 Wheeler Avenue 
Ft. Smith, AR 72901 
501/782-4446 


Electronic Sales & Service 
7515 Geyer Springs Road 
Little Rock, AR 72209 
501/565-0774 


CALIFORNIA 
Electronic Calibration Lab 
7000 Franklin Boulevard 
Suite 725 
Sacramento, CA 95823 
916/392-5404 
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Electronic Service Company 
8128 Orion Avenue 

Van Nuys, CA 91406 
213/780-3071, 781-0404 


Guaranteed Electronics 
5822 Mission Street 

San Francisco, CA 94112 
415/334-5900 


Sant Electronics Company 
8106 S. Sorensen Avenue 
Santa Fe Springs, CA 90670 
213/698-1388 


Teletek Enterprises, Inc. 
9767 F. Business Park Drive 
Sacramento, CA 95827 
916/361-1777 


Valley Scientific 

5510 Air Terminal Drive, East 
P.O. Box 7751 

Fresno, CA 93727 
209/291-0684 


CANADA 


Atlas Electronics Limited 

50 Wingold Avenue 

Toronto, Ont., Canada M6B 1P7 
416/789-7761 


COLORADO 
Howard W. Clark 
3030 W. Mississippi 
Denver, CO 80219 
303/936-8378 


Clyde N. Still Electronics 
2630 W. Kiowa 

Colorado Springs, CO 80904 
303/633-8404 


CONNECTICUT 
L & L Electronics 
186 N. Main Street 
Branford, CT 06405 
203/488-4814 


FLORIDA 
Palmer Electric Company 
875 Jackson Avenue 
Winter Park, FL 32789 
305/644-8561 ext. 279 


IDAHO 
Gunter Plastics & Electronics 
953 A. South Main Street 
Pocatello, ID 83201 
208/232-3604 


Idaho Instrument Service 
624 4th Avenue, West 
P.O. Box 793 

Twin Falls, ID 83301 
208/733-5636 


ILLINOIS 


Dynascan Corporation 


2815 W. Irving Park Road (WALK-IN) 


Chicago, IL 60618 
312/583-4360 


Dynascan Corporation 


6460 W. Cortland Street (SHIP TO) 


Chicago, IL 60635 
INDIANA 


Electro-Lab Services, Inc. 
1302 N. Fulton Avenue 
Evansville, IN 47712 
812/423-5211 


KANSAS 
Main Electronics, Inc. 
225 Ida Street 
Wichita, KS 67211 
316/267-3581 


KENTUCKY 
Louisville Meter Service 
No. 2 Bon-Air Shopping Center 
Louisville, KY 40220 
502/454-3432 


MASSACHUSETTS 


Bay State TV & Appliance Corp. 
1570 Acushnet Avenue 

New Bedford, MA 02746 
617/992-2044 


MICHIGAN 


Electro Instrument Repair 

Division, Instrument Specialties, Inc. 
1024 West 14 Mile Road 

Clawson, MI 48017 

313/435-3311 


Main Electronics 

5558 S. Pennsylvania Avenue 
Lansing, MI 48910 
517/882-5035 


MINNESOTA 


Instrumentation Services, Inc. 
957 Winnetka Avenue, North 
Minneapolis, MN 55427 
612/544-8916 


MISSOURI 


G & M Electronics, Ltd. 
R.R. #1 Hwy. 61 South 
LaGrange, MO 63448 
314/655-2201 


Kermit Shetley Repair 
2031 Woodland Hills Drive 
Cape Girardeau, MO 63701 
314/334-2055 


Scherrer Instruments 
7170 Manchester Avenue 
St. Louis, MO 63143 
314/644-5362 


NEBRASKA 
Alpha-Omega Applied Electronics, Inc. 


2208 Franklin Street 
Bellevue, NE 68005 
402/292-6300 


Bob’s Industrial Electronics 
1720 N. Sherman 

North Platte, NE 69101 
308/532-8017 


Electrometrics Company 
404 South 11th 

Lincoln, NE 68508 
402/477-3434 


Midwestern Service Labs 
8998 L Street, Suite 233 
Omaha, NE 68127 
402/331-2906 


NEW JERSEY SOUTH CAROLINA 


Ampower Electronic Inst., Co., Inc. Greenton, Inc. 
26 Just Road 4 Newland Avenue 
Fairfield, NJ 07006 Greenville, SC 29609 
201/227-7720 803/232-3889 

NEW YORK King's 


114 S. Main Street 


Circle Tele-Tronics, Inc. Bishopville, SC 29010 


1008 Utica Avenue 


Brooklyn, NY 11203 803/484-5482 
212/345-5656 
TEXAS 
Electronic Instrument Co. Border Electronic Services, Inc. 
325 Mt. Read Boulevard 1704 E. Paisano 
Rochester, NY 14606 P.O. Box 3804 
716/328-4350 El Paso, TX 79923 
915/532-2524 
Trott Electronics 
9020 Wehrle Central Instrument Laboratory 
Clarence, NY 14031 777 S. Central Expressway 
716/634-8500 Suite 2A 
Richardson, TX 75080 
214/234-2862 
NORTH CAROLINA 4 
Speed Instrument Champion Instrument Laboratory 
Division Owen-Barbot, Inc. 624 S. Tatar Road 
Hwy. #401 North, Box 11456 P.O. Box 3381 
Raleigh, NC 27604 Pasadena, TX 77506 
919/876-4919 713/473-6680 
OHIO The Measurements Company 
Pioneer Cleveland Division 11105 Bellaire Boulevard 
Pioneer-Standard Electronics, Inc. Suite 39 
4800 E. 131st Street Houston, TX 77072 
x 713/498-7478 


Cleveland, OH 44105 


216/587-3600 Osmond Associates 


1716 E. Yandell 


Pioneer Dayton Instrument Lab 

1900 Troy Street a en 
Dayton, OH 45404 j 
513/236-9900 


Rhodes-Groos Laboratories, Inc. 
3409 Andtree Boulevard 


OKLAHOMA Austin, TX 78724 
Central Instrument Laboratory, Inc. 512/926-0813 
720 N.E. 63rd Street 
Suite 104 Whitlock Instrument 
Oklahoma City, OK 74145 1306 North Texas Street 
405/525-2253 Odessa, TX 79762 
915/337-3412 
Central Instrument Laboratory, Inc. 
9920 E. 42nd Street UTAH 
Suite 2 74145 Computer Terminal Repair 
918/492-8829 3641 Wellington Street 
Salt Lake City, UT 84106 
801/486-5540 
OREGON 
Ralston-Clearwaters Electronics Salt Lake Instruments Service 
838 Southside Road 129 W. 17th South 
Grants Pass, OR 97526 Salt Lake City, UT 84115 
503/862-2093 801/487-2541 


